Facilities 


Conveniently located in the heart of Singapore’s central business district, our 
campus puts students at the centre of this vibrant, global city’s bustling economy. 
With its international reputation for education excellence, world-class institutions, 
ease of getting around plus a “clean, green, safe” environment, Singapore offers 
an unmatched environment for students. The College is just a few minutes 
walking distance from Raffles Place and Telok Ayer MRT stations. 


The College has 1 classrooms in Level 3. 


The table below shows the size and capacity for general classrooms. 








Classroom size Classroom 
Name of Classroom f : 
(in sqm) Capacity 
Room 306 Columbus 23.67 15 

















Another temporary campus is located YMCA of 1 Orchard Road Singapore 
238824, We have 2 Class-rooms at YMCA to suite our short-term needs. 


The table below shows the size and capacity for general classrooms. 























Classroom size Classroom 
Name of Classroom f , 
(in sqm) Capacity 
Room 02-03 8.28 4 
Room 02-04 52.88 16 





College Amenities 


To make the college a conducive place for learning, we provide a campus with 
central air conditioning and a school-wide wireless broadband internet access 
environment. 


Other Amenities 


Pantry Area 


A hot/cold water dispenser is provided in the pantry area. All students share the 
responsibility for keeping the area clean. 


Photocopier and Printer Machines 


Printer and Photocopier machine available for student 


Shelves 


Shelves are issued by the Student Service Centre to O Level students as 
available. 


IT Facilities 


Students may borrow laptops from the college and have access to the internet 
via the college-wide wireless broadband. 


